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GENERAL  SERVICES 
ADMINISTRATION 

Office  of  the  Federal  Register 
NATIONAL  FIRE  CODES 
Proposed  Revision  of  Standards 

AGENCY :  OflRce  of  the  Federal  Register, 
GSA. 

ACTION:  Notice  and  invitation  for  com¬ 
ment. 

SUMMARY:  The  Office  of  the  Federal 
Register  is  publishing  these  proposed 
changes  to  the  fire  safety  standards  de¬ 
veloped  by  the  National  Fire  Protection 
Association  to  inform  the  general  public 
and  invite  comments  from  interested 
persons.  The  standards  are  frequently 
used  as  the  basis  for  Federal  Regulations 
concerning  fire  safety  and  are  published 
in  the  public  interest. 

DATE]S:  Comments  due  on  or  before  No¬ 
vember  7,  1977.  Annual  Meeting:  May 
15-18, 1978. 

ADDRESS:  Assistant  Vice  President  of 
Standards,  470  Atlantic  Avenue,  Boston, 
Massachusetts  02210. 

FOR  FURTHER  INFORMATION  CON¬ 
TACT: 

Martha  Girard,  202-523-5240. 

SUPPLEMENTARY  INFORMATION: 
Standards  developed  by  the  technical 
committees  of  the  National  Fire  Protec¬ 
tion  Association  (NFPA)  have  been  used 
by  various  Federal  agencies  as  the  basis 
for  Federal  regulations.  Often,  this  has 
been  accomplished  through  incorpora¬ 
tion  by  reference  in  accordance  with  5 
U.S.C.  552(a)  and  1  CFR  Part  51.  The 
NFPA  standards  are  known  collectively 
as  the  National  Fire  CJodes. 

Revisions  of  existing  standards  and 
adoption  of  new  standards  are  reported 
by  the  technical  committees  at  the  NF 
PA’S  Pall  meeting  in  November  or  at  the 
Annual  Meeting  in  May  of  each  year. 
The  NFPA  invites  public  comment  on  its 
technical  committee  reports. 

Action  at  the  NFPA  Annual  Meeting 
In  May,  1978  is  being  proposed  on  the 
NFPA  standards  listed  below : 


NFPA  1918  onnual  meeting  fecAtUcol 
eommittee  report* 


action 


NFPA  No.: 

10  . TiLstallatioD,  maintonanoc  0-P 

and  ti.se  of  portable  fire 
eitinguishen:. 

11  .  Foam  eiiinfuishing  systems.  O-P 

13F, . Fire  department  operations  O-P 

in  proiierties  protected  by 
sprinkler  and  standpipe 
systems. 

11 .  ...  Installation  of  standpiiK  and  O-P 

hose  systems. 

M . Installation  of  centriftlgal  O  P 

fii'e  pumits. 

•%A .  Use  of  inhalation  aneslhotios.  O  C 

rjE . Automatic  the  detei'iors . O-P 

74 .  ..  Installation,  maintenance  O-P 

and  use  of  household  tire 
warnini;  e<piipment. 

S.)H  .  Prevention  of  furnace  ex-  O-P 
idosions  in  natural  (tas- 
lire  multiple  burner  boiler- 
furnaces. 

Wl)  .  Prevention  of  furanee  ex-  O-P 

plosions  in  fuel  oil-fired 
multiple  burner  boiler- 
furnaces. 

8.jK . Prevention  of  furnace  ex-  O-P 

plosions  in  pulverixl^  ooal- 
lired  multiple  burner 
boiler-furnaces. 


85F  tformerly  Installation  and  operation  of  0-C 
NFPA  60).  pulveriied  fuel  systems. 

WO . Prevention  of  furnace  im-  N-0 

plosions  in  multiple  bur¬ 
ner,  boiler-furnaces. 

253 .  ...  Kadiant  panel  fire  test  for  N  O 

floor  covering. 

264 . Chamber  method  of  fire  test  N-O 

for  floor  covering. 

302 . .  Motor  craft  (pleasure  and  O-C 

commercial!. 

505. . Powered  industrial  trucks  O-P 

including  type  designa¬ 
tions  and  areas  of  use. 

612. . Truck  fire  protection . J.  O-P 

61* . Motor  freight  terminals . O-P 

004 . Salvaging  operations . W 

1141 . Fire  prevention  and  protec-  N-0 

lion  measures  in  planned 
building  groups. 

1221  (formerly  Installation,  maintenance  O-P 

N FPA  73).  and  use  of  public  fire  serv¬ 
ice  communications. 


Types  of  A<  tion 

I'roiwsed  action  on  official  documents 
O-P— Partial  Amendments 
O-C — Complete  Revision 
0-T — Tentative  Revision 
Proposed  action  on  new  documents: 

N-T — Tentative  .Adoption 
N-O — Official  Adoption 
Proposed  action  on  tentative  docuntenu-; 
T-P — Partial  Amendments 
T-C — Complete  Revision 
T-0 — Official  Adoption 
Other  proposed  action: 

R— Reconfinnation 
W— Withdrawal 


Single  copies  of  the  1978  Annual  Tech¬ 
nical  Committee  Reports  are  available  at 
no  charge  from  the  National  Fire  Pro¬ 
tection  Associatitm.  Publications  Depart¬ 
ment,  470  Atlantic  Avenue,  Boston, 
Mass.  02210.  Hie  Reports  will  be  mailed 
during  the  week  of  August  29, 1977. 

Interested  persons  may  participate  in 
these  revisions  by  submitting  written 
data,  views,  or  arguments  to  the  Assist¬ 
ant  Vice  President-Standards,  NFPA, 
470  Atlantic  Avenue,  Boston,  Mass, 
02210.  Commenters  should  use  the  forms 
provided  for  comments  in  the  Technical 
Committee  Repxirts.  Each  person  sub¬ 
mitting  a  comment  should  Include  his 
name  and  address.  Identify  the  notice, 
and  give  reasons  for  any  recommenda¬ 
tions.  Comments  received  on  or  before 
November  7,  1977  will  be  considered  by 
the  NFPA  before  final  action  is  taken  on 
the  proposals. 

Copies  of  all  written  comments  re¬ 
ceived  and  the  disposition  of  those  com¬ 
ments  by  the  NFPA  cimunittees  will  be 
published  as  the  technical  C(Rnmlttee 
Documentation  by  March  20,  1978,  prior 
to  the  Annual  Meeting.  A  copy  of  the 
Technical  Committee  Documentation 
will  be  sent  automatically  to  each  com- 
menter.  Action  on  the  Technical  Com¬ 
mittee  Reports  (adoption  or  rejection) 
will  be  taken  at  the  Annual  Meeting, 
May  15  through  18,  1978,  at  the  Disney¬ 
land  Hotel,  Anaheim,  California,  by 
NFPA  members  who  are  members  of 
record  30  (thirty)  days  prior  to  that 
meeting. 

CJopies  of  the  Technical  Committee  Re¬ 
ports  and  Technical  Committee  Docu¬ 
mentation,  when  published,  will  also  be 
available  for  review  at  the  Office  of  the 
Federal  Register,  1100  L  Street  NVV., 
Washington,  D.C. 

Fred  J.  Emery, 
Director,  Office  of  the 
Federal  Register. 
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